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Specifications 

Dimensions; 


Finish: 

Weight: 

Wattage: 


Width, 5 2 l/4 inches 

Depth, 36 3/4 " 

Height (closed) 38 d/4 11 

/maricon Walnut 

500 pounds Weight packed, 7^-4 pounds 
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OPERATION OF THE NOVACHORD 


The Novachord is unique among musical instruments in that the 
player may control the "attack", or growth and decay characteristics 
of the tones produced in addition to having available a wide range 
of effective tone qualities. 

The control panel immediately above the.keyboard, illustrated in 
figures 2 and 3, contains the various controls affecting the tones 
of the instrument. Below the 'keyboard are the sustaining pedals 
and the expression pedal. (See figure 1.) 

STARTING THE NOVACHORD 

A single switch at the right end of the control panel turns the 
instrument on and illuminates a small pilot light. 

Allow about thirty seconds after turning on for the vacuum tubes 
to warm up. Then lift and release the lever marked "Starter". 

The Novachord is now ready to play. 

TONE CONTROLS 


The first six controls at the left side of the control panel are 
the tone controls. "Deep Tone" is a low pass filter which empha¬ 
sizes the lower frequencies; "First Resonator", "Second Resonator" 
and "Third Resonator" are tuned circuits which emphasize particular 
ranges of frequency; "Brilliant Tone" is a high pass filter which 
emphasizes the higher frequencies; and "Full Tone" passes all 
frequencies equally. 

The tone controls are connected in the output circuit of the tone 
generator and act on all notes of the instrument. Each has three 
loudness positions in addition to "Off". When all six are "Off" 
no sound may be produced by the instrument. 

BALANCER 


The Balancer, located in the center of the control panel, slightly 
reduces the volume of the lower half of the keyboard by shunting 
fixed resistors across the output circuits. In position 3 (strong 
bass) it is open and has no effect. 

BRIGHT-MELLOW CONTROL V 

This control, located above the Balancer, affects the entire key¬ 
board except the lower IB notes. In the mellow position it closes 
switches which reduce the harmonic content of the tone by intro¬ 
ducing condensers into the control tube circuits. 

ATTACK CONTROL 


The tone of the Novachord may be made percussive, with a sharp 
attack after which the tone gradually dies away, or the tone may 
be made to have a perceptible period of growth after which it is 
sustained as long as a key is depressed. These effects are governed 
by the attack control which is located at the right of the balancer. 
The attack control has seven positions ranging from "Fast" to "Slow" 
and operates a multi-contact switch which varies the operating 
voltage applied to the key circuits. 
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FIGURE 2. 


COMBINATION CONTROL 


The combination control is a mechanical device which simultaneously 
moves all controls necessary to obtain two contrasting types of 
tone most generally used. It has two positions, "Percussion" and 
"Singing". When the other controls are operated, the combination 
control in most cases returns to a neutral position half way 
between its operating positions. 

VOLUME CONTROL 


This control is supplementary to the expression pedal and serves 
to limit the maximum volume of the instrument yet preserves the 
full range of the expression pedal. It has four positions, position 
4 being the loudest. 

VIBRATO CONTROLS 


The vibrato controls introduce a periodic variation in frequency 
or pitch of all notes. This effect is produced by six vibrating 
reeds within the instrument. "Normal Vibrato" and "Small Vibrato" 
controls each introduce a certain amount of this effect. "Normal 
Vibrato" produces a greater variation than "Small Vibrato", and 
both may be used together to increase the effect. 

VIBRATO STARTER 


This device is used to start the motion of the vibrato reeds each 
time the Novachord is turned on. The reeds will often start 
themselves, but for reliable operation they must be started 
manually, after which they are kept in motion by electrical means 
as long as the instrument is turned on. A gentle lift and release 
of the lever is sufficient to start the reeds. 
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EXPRESSION PEDAL 

The expression pedal of the Novachord is similar to the "swell" 
pedal of an organ and is used to regulate the volume of the instru¬ 
ment. It operates a variable condenser connected in the pre¬ 
amplifier circuit. 

SUSTAINING PEDALS 

The sustaining pedals, located on either side of the expression 
pedal, are similar in effect to the "damper n pedals on a piano. 
They cause the tones of the Novachord to sustain after the playing 
keys are released by removing cut-off Dias from the control tubes. 
The bass sustaining pedal, located at the left, affects only the 
lower 36 notes of the keyboard, while the other two operate over 
the entire keyboard. The pedals affecting the entire keyboard 
are duplicates in order to allow the player the option of using 
either foot for operation. 

USE OF THE CONTROLS 


A convenient and quick method for setting the control for a 
certain tone color is first to move the combination control to 
either "Percussion" or "Singing", depending on which general 
effect is desired, and then to adjust the other controls as may 
be necessary. The setting of the controls to produce a certain 
tone color may be expressed by a formula such as the following: 

B 

S 303300 3 5 3 NV 

The first letter (P or S) shows the position to which the combi¬ 
nation' control should be moved; the following six numbers refer 
to the six tone controls; $ means that the bright-mellow control 
is set at "Bright" and the^Balancer at 3. The next two numbers 
refer to the setting of the attack and volume controls (if one of 
them is to remain as set by the combination control, a dash may 
be substituted for the number.) 

The last letters show the position of the vibrato controls - NV 
for "Normal Vibrato", SV for "Snarl Vibrato" anu VV for both 
vibrato controls. If neither viorato is to be used no designation 
is necessary. 
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SCHEME OF OPERATION 


'T’ue tones of the Novachord originate in vacuum tube oscillator and 
vider circuits. Figure 12 illustrates the operation of the 
oscillator and dividers for the six r A n notes of the instrument. 

There is a similar oscillator and five dividers for each of the 
other notes of the musical scale. As there are twelve notes in 
the musical scale, there are twelve oscillators and sixty dividers 
in the Novachord, or one tone-producing tube for each of the seventy- 
two playing keys. The twelve oscillators operate at the frequen¬ 
cies of the highest octave of the instrument (F to E inclusive). 

Each frequency divider is a non-linear amplifier operating in such 
a manner that its output signal has half the frequency of its 
input signal, and therefore the musical interval between two con¬ 
secutive dividers is one octave. Referring to Figure 12, it may 
be seen how the dividers are cascaded and thereby supply the 
different octaves of the note "A”. 

Associated with each oscillator and with each divider is a control 
tube which acts as a valve operated by a playing key. There is 
one control tube for each of the seventy-two playing keys. Signals 
from the oscillators and dividers are allowed to pass through the 
control tubes when a playing key is depressed, after which they 
are modified as to quality in the control box and pass on to the 
amplification system, which drives two twelve-inch dynamic speakers. 

CIRCUIT DIAGRAMS 


jure 13 is a schematic circuit of the entire instrument exclusive 
or the amplification system and the power supply unit. This 
diagram shows the oscillator and the vibrato circuit of instruments 
serial numbered 1700 and above; other circuits, however, are iden¬ 
tical in all Novachords. Figures 9 to 23 irlustrate in detail 
typical sections of the Novachord circuits. 

The resistor and condenser numbers, such as "RN 4" or "CN 3" are 
assigned according to their use in the circuit, ratner than actual 
resistance or capacity value, as the actual value may vary from 
note to note or octave to octave. 

OSCILLATOR AND VIBRATO CIRCUIT - NOVACHORD SERIAL NO. 1699 AND BELOW 

Figure 14 shows the oscillator and vibrato circuit used in Novachords 
serial numbered below 1699. The tuning coil has a movable core 
section actuated by a thumb nut for tuning the instrument. This coil 
Is shunted by two condensers, CN 11 and CN 12, one for rough tuning 
and one for fine tuning. This is a high Q tuned circuit requiring 
little feedback voltage and providing excellent stability of 
Operation. 

Triode 1 drives triode 2 through a voltage dividing network and 
also provides a signal through RN 19 to the highest octave control 
tube. The output of triode 2 is connected through feedback resistor 
RN 14 to the grid of triode 1 and also provides a signal to the 
f‘ ^st divider tube. 

The vibrato circuit associated witn the oscillator periodically 
varies the oscillator frequency by means of a vibrating reed, 
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magnetically driven, which detunes the circuit slightly at each 
vibration of the reed. There are six reeds vibrating at different 
rates, each producing the vibrato effect for two oscillators. 

Each vibrato switch shown in Figure 14 is part of a twelve gang 
switch operated by a single control knob.. 

The small vibrato switch, when closed, connects condenser CN 33 
across a portion of the oscillator tuning coil, thus lowering 
the oscillator frequency, each time the reed contact closes. The 
mean frequency is slightly lowered from normal, but to such a 
small degree that it is not objectionable. 

The normal vibrato switch similarly connects CN 32 in the oscil¬ 
lator circuit, but in this case the condenser is large enough to 
lower the mean frequency to an objectionable degree; therefore, 
the mean frequency is caused to remain normal by removing, compensation 
condenser CN 31 from the circuit when the vibrato switch is closed. 

The oscillator is, of course, originally tuned with CN 31 in the 
circuit. The reed contacts, when properly adjusted, are closed 
one half of the time; therefore, CN 32 is twice the value of CN 31. 

OSCILLATOR AND VIBRATO CIRCUIT - NOVACBORD SERIAL NtMBER 1700 AND ABOVE 

Figure 15 shows the oscillator and vibrato circuits used in Nova- 
chords serial numbered 1700 and above. Triode 1 of the 6C3-G 
tube is part of a conventional oscillator circuit including tuning 
coil and condensers CN li and CN 12 as tuning constants. Triode 
2 operates as an amplifier connected in such a manner as to in¬ 
crease the apparent capacity of condenser CN 17 as the gain of 
the tube is increased, thereby changing the frequency of the oscil¬ 
lator. 

The vibrato reed, by changing the grid bias of triode 2, causes a 
periodic change in gain to take place. Switches "Small Vibrato" 
and "Normal Vibrato" bring triode 2 into operation and control the 
amount of change in gain produced by the vibrato reed. Resistor 
RN 40 and condenser CN 16 act as a filter to prevent the vibrato 
reed from making the change in gain in triode 2 too abrupt. This 
filtering action makes the vibrato effect smoother and more pleasing 
to the ear. 

DIVIDER AND CONTROL CIRCUITS 

Figure 16 shows typical divider and control tube circuits. 

The type of frequency divider used in the Novachord does not oscil¬ 
late, but the circuit constants are so chosen that the divider tube 
responds only to alternate cycles of the input frequency and, 
therefore, its output nas half the frequency of the input. If an 
oscillator ceases to operate, all the dividers associated with it 
will also fail to operate. The divider tubes operate continuously. 

The signal is not heard, however, until the corresponding control 
tube is caused to function. 

Each control tube is normally cut off, and cannot function until 
the associated playing key is depressed and allows cathode current 
to flow. In addition to this function of keying the signal, the 
control tubes modify the wave form of the signal so as to introduce 


Page 6. 



harmonics and enrich the tone. The degree of enrichment thus 
provided is controlled by the "Bright-iiellow" switch associated 
with each tube and operated by a single knob on the control panel. 

The lower eighteen notes of the instrument are not so affected 
as CN 30 with its associated switch is not used on these notes. 

Figure 17 shows the control tube as adapted for use with the oscil¬ 
lators which furnish the signal for the highest octave of the 
Novachord. 

Figure 18 shows the divider circuit as used in the lowest octave 
of the instrument. 

Each frequency divider is a non-linear amplifier operating in such 
a way that its output has exactly half the frequency of its input 
signal. A typical divider circuit is shown in Figure 16. Its 
operation may be roughly described as follows. 

The steady-state plate current of the tube, about .2 miiliampere, 
causes a drop across the 1 megohm bias resistor RN 6 of 198 volts. 
This opposes the -192 volt fixed oias supply and leaves a net bias 
of about 6 volts on the tube. 

Suppose that a signal comes from the preceding divider or oscil¬ 
lator. It is a sharp-pointed wave ana suddenly makes the grid go 
positive. The resulting flow of plate current increases the drop 
across RN6 and makes the cathode also go suddenly positive. Since 
the change is very rapid, it acts through CN2 to make che grid 
lore positive, so that the grid remains positive even after the 
input wave has passed. Whenever the tube is tripped, therefore, 
it operates until the cathode and plate potentials are so nearly 
alike that plate current can no longer flow. At this time both 
cathode and grid are at approximately the same potential (represented 
by the peak of the wave in Figure 4) and CN3 is charged to a cor¬ 
responding voltage. 

Now the grid and cathode begin to float toward ground. The grid 
potential (G in Figure 4) goes down at a rate determined by leakage 
from ground through RNA and RN13 into CN2 and CN3 in series. 

The cathode potential (K in Figure 4 ) goes down at a rate determined 
by the leakage from -192 volts through RN6 into CN3. The time 
constants of these two circuits are so adjusted that G floats 
down faster than K. 

Thus, when the second input cycle arrives and raises the grid 
potential, it still does not go above the cathode and so the tube 
remains cut off. The shaded part of the curve is the portion where 
the grid-to-cathode voltage is sufficient to keep the tube cut off. 
The third input cycle, however, finds the voltage iow enough so 
that it trips the tube and produces another output cycle. 

Suppose that the cathode floats down too rapidly, or the grid floats 
down too slowly. The cathode end grid potentials are then so close 
together that the second input cycle is able to trip the tube. The 
ube will now operate on every input cycle, its output will have 
Me same frequency as its input, and the note will play an octave 
high. 
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Suppose, on the other hand, that the cathode floats down too slowly, 
or the grid too fast. The potential difference will then be great * 
enough to make the tube miss not only the second input cycle but 
the third as well. The tendency is then to divide by three, but 
a divider of this type does not readily divide by three. There¬ 
fore it will miss the fourth input cycle also and thus divide by 
four. 

A divider can theoretically be made to divide by any number, but 
for uneven numbers and for numbers above four the circuit is un¬ 
stable. In practice, therefore, only three conditions occur: 

(1) the note divides by two and plays the right pitch; (2) it 
divides by four and plays an octave low; or (3) it does not divide 
at all and plays an octave high. It can be seen by observation 
of the waves that the change from one condition to another is 
gradual, so a note that "plays an octave low" is not a pure note 
of the lower octave but merely has an audible sub-octave component. 


1ST. INPUT 2ND. INPUT 3 RD. INPUT 

CYCLE CYCLE CYCLE 



FIGURE 4 
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PLAY TNG KEY CIRCUIT 


The circuit of a typical playing key is shown in Figure 19 with 
connections to the "attack" switch. There are three contacts 
under each key, of which two make contact with bus-bars. Bus¬ 
bar "A" extends the length of the keyboard, while the "Cut-off" 
bus-bar is in four sections, each at a different cut-off potential. 

The "attack" switch, located in the control box, varies the potential 

of bus-bar "A" between ground and -260 volts. The potential of 

"A" determines the initial intensity of the note when a key is 

depressed and that of "C" determines its final intensity with 

the key held down. Therefore, if "A" is at high potential and 

"C" is at low potential, the attack will be fast or percussive, 

and the note will start a.t high level and decay to a low level. 

With "A" at low potential and "C" at high potential, the note 
will start at low intensity and build up to a high level. Inter¬ 
mediate positions will give speeds of attack and decay between 
these extremes. If both "A" and "C" are at the same potential, 
the note will have constant amplitude and will, therefore, be 
sustained. 

Each control tube is normally prevented from operating by the voltage 
of the "Cut-off" bus-bar, acting through resistor KN10. When a 
key is depressed, contact spring 3 leaves the "A" bus-bar and 
touches spring 2, which is stationary. At the same time spring 1 
breaks contact with the "Cut-off" Dus-bar. 

''efore the key is depressed, condenser CN8 is charged to a potential 
determined by "A" and "C" as adjusted by the "attack" switch. 

When spring 3 is moved from the bus-oar to spring 2, this voltage 
charges CN7. Current then passes from this condenser over the 
keying lead to the cathode of the control tube, and the note 
sounds. When the key is released the note will decay rapidly as 
CN7 discharges through RN10, unless the sustaining pedal is depressed 
This pedal opens contact 1 on all keys and makes the decay slower 
since CN7 can then discharge only through the control tube. 

The initial potential of CN8 is determined largely by the voltage 
"A" since RN12 is much smaller than RN11. With the "attack" switch 
set at "fast" the potential "A" will be high. If a key is then 
depressed and held down, the note will sound suddenly, then decay 
slowly until CN3 approaches the potential, of "C". If, on the 
other hand, the attack switch is at "slow" and "C" is at higher 
potential than "A", the note will start at low intensity and build 
up as CN3 charges. 

CONTROL BOX 

Figure 20- illustrates the control tube output connections to the 
control box and the resonant circuits in the control box which 
make available the many different tone colors of the Novachord. 

Each resonator is tuned to a different audio frequency and is 
controlled by a variable resistance across it. 

„e "brilliant" tone, "deep" tone, and "full" tone controls are 
similarly equipped with variable resistors. These variable 
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resistors are actually switches with fixed resistors, and so are 
not subject to wear as in the usual type of control. 

When any resonator is shorted out by setting its variable resistance 
at zero, it, of coarse, has no effect. The "full" tone control 
may be used alone to provide even frequency response and may also 
be used to vary the sharpness of tuning of the resonators. 

The volume control, a switch connected to a resistance capacity 
network, supplements the action of the expression pedal. The 
"Balancer’' switch connects fixed resistors across resistors RN23 
for the lower half of the keyboard. These reduce the strength 
of the bass notes. . 

PRE-AMPLIFIER 

The pre-amplifier circuit, illustrated in Figure 21, includes the 
expression control condenser which is operated by the expression 
pedal. This condenser is variable and is arranged in a degenerative 
feed-back circuit so that a reduction in its capacity increases 
the volume of the instrument. 

The volume adjustment condenser is inserted in the pre-amplifier 
Input circuit to set the volume of the Hovachord at the proper level 
before it leaves the factory. (Fixed mica condenser in some units.) 

Fixed bias Is obtained from the -192 volt divider tuDe bias supply. 

A portion of the power amplifier output signal is fed through a 
suitable network into the cathode of the 6J5-G tube so as to 
oppose the cathode signal and thus reduce the hum level. 

Radio frequency interference is prevented by a 50,000 ohm resistor 
in series with the control grid of the 6J7-G tube. The output 
transformer has a 500 ohm push-pull output. 

If the Novachora is to be played through a separate tone cabinet, 
its own loud speakers may be disconnected by removing the signal 
wire from the speaker binding post located on top of the pre-ampli¬ 
fier channel. If this signal wire is removed it must always be 
connected to the other binding post, which is grounded through a 
12 ohm resistor, in order to prevent oscillation in the feed-back 
circuit. 

POWER AMPLIFIER 


The power amplifier, illustrated in Figure 22, is a standard Hammond 
Organ amplifier using two type 56 input tubes and four 2A3 tubes in 
push-pull parallel. 

Any standard Hammond Organ tone cabinet may be connected to the 
Novachord if additional volume is desired. The 5 conductor cable 
used with these cabinets may be connected to the extra receptacle 
in the Novachord power amplifier. Only one extra amplifier should 
be connected in this manner, others being connected to an external 
source of AC powep. 
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' POWER SUPPLY UNIT 

•"he power supply unit is illustrated in Figure 23. This unit 
furnishes all plate, screen, grid and keying voltages needed in 
the Novachord and employs an unusual method of filtering using 
vacuum tubes to take the place of the usual filter condensers. 

gjBCtif ier tube A supplies 270 volts between terminals 5 and 9> 
filtered by tubes B, C, and D. The filtering action of these tubes 
is as follows. - 

Suppose a small ripple appears in the 270 volt line. It will be 
impressed on the cathode of tuDe B through condensers C32 and will 
be amplified by tube C. The amplified ripple will then appear 
across B77 and will drive tuDe D, which is the actual filter, and 

the plate current of tube D will change in such a way that it 

opposes the original ripple in the line and cancels it out. Any 
high frequency ripple tne oscillators may introduce into the power 
supply is also filtered out by this system. 

Tubes E, F and G operate similarly for the 70 volt tap on the 
voltage divider network. The portion of this voltage divider 
between terminals 6 and 5 is located in the keyboard and is shown 
in Figure 20. 

Rectifier tube J supplies 260 volts for keying. Tube 1 furnishes 

192 volts bias for the dividers and the preamplifier, while tube 

supplies 50 volts to the vibrato driving coiis. 

A 10 wire cable connects the power pack to the generator terminal 
panel. Terminal 10 of the il pole plug is connected to a shield 
on the two 260 volt wires. 
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THE NOVACHORD CONSOLE ASSEMBLY 


The Novachord console contains four major assemblies: the 
generator and control box assembly, power supply unit and 
power amplifier. All of these assemblies are easily accessible 
for servicing. 

A card giving instructions for installing and preparing the Nova¬ 
chord for use and outlining simple maintenance procedure will be 
found attached to the under side of the hinged top section of the 
console case. 

The generator assembly includes the oscillator, divider and con¬ 
trol tubes and their respective circuit components, control box 
and panel, viorato mechanism and pre-amplifier. 

The keyboard chassis assembly includes the playing keys and 
contacts with their mounting parts and also the channels con¬ 
taining the condensers and resistors for the playing key circuits. 

GENERATOR ASSEMBLY 

The top of the generator is accessible by opening the top section 
of the console case. This case top is hinged at one end and 
fastened to the case bottom at the opposite end by a knurl head 
screw. When open, the case top is held in position by a canvas 
strap. 

Figure 7 shows the layout of the top of the generator. The generator 
is divided into nine "channels" mounted on steel angles. Each of 
the first five channels includes divider and control tubes for 
one octave; the sixth contains control tubes only for the top oc¬ 
tave; the seventh is the oscillator channel; and the eighth and 
ninth contain the vibrato and pre-amplifier respectively. 

Each of the first seven channels has a hinged cover. The hinge 
rods are notched to form switches and are coupled to the "Bright- 
Mellow" control. Condensers and resistors are mounted on the 
inside of some of the covers. (See Figures 10 and 11). Additional 
condensers and resistors are mounted beneath the channels. 

The control box, in front Of the channels, contains switches and 
associated components for the resonators, balancer, attack con¬ 
trol, volume control, and a mechanism for the combination control. 

The control box is held in place by three screws at each end and 
two in the center. 

The vibrato reeds are accessible for adjustment by removing a cover 
located near the rear of the viDrato channel. This cover is held 
in place by three metal straps screwed to the top of the assembly. 

The front section of the vibrato channel contains the vibrato 
control switches. 
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« * 

The pre-amplifier channel contains, in addition to the pre-ampli¬ 
fier, a heater transformer which furnishes current for heaters of 
all tubes in the generator. 

The under side of the generator may be reached as follows: 

1. Turn the instrument off. Remove generator clamping bolts, 
one in center of each end block. 

2. On each side of the generator is a lag screw which fits in 
a slot in the metal guide rail. Lift each end of the generator 
enough to move the lag screw from the slot to the depression in 
the rail just in front of the slot. 

3. Slide the generator forward as far as it will go. It will 
stop when the screws in •the end strike the guide rails. Be sure 
that generator is as far forward as it will go . 

4. Lift the front of the generator until it stands vertically 
on the back of the wood end blocks. The connecting cables will 
bend and the coil springs which connect the control circuits with 
the keyboard will stretch enough to allow this movement. The 
instrument may be operated with the generator in this position. 

Figures 8 to 11 inclusive show the location of condensers and 
resistors in the oscillator, divider and control channels of the 
generator. The numbers used to identify these circuit components 
corresDond to the numbers used in the circuit diagrams (Figures 14 
to 21)'. 

KEYBOARD CHASSIS ASSEMBLY 

The 72 keys of the Novachord are molded from Bakelite and Plaskon 
and mounted on metal channels. Key tension is provided by flat 
springs. Contact actuators are mounted on the key channels and 
are adjustable by means of set screws. The keys, contacts and as¬ 
sociated mounting parts comprise the keyboard assembly. 

The keyboard chassis assembly includes the keyboard assembly and 
the two condenser channels mounted on the wood end blocks. These 
channels contain the condensers and resistors associated with the 
key circuits. 

Condensers CN8 and resistors RNlr, RN12, RN33, RN37 and RN38 are 
mounted on the top of the assembly and are accessible when the 
generator Is in a vertical position. CN7 and RN10 are mounted on 
the under side of the channels. 

To remove keyboard chassis assembly and reach CN7 and RN 10 pro¬ 
ceed as follows: 

1. Remove four bolts which fasten chassis to case bottom. 

2. Loosen steel tape connection to sustaining pedal at back of 
left end of keyboard chassis. 

3. Remove two screws holding keyboard to the middle of wood 
front rail. 


Page 13. 



4. The keyboard chassis may now be lifted and tipped Dack to 
rest against the under side of generator. Be careful in lifting 
the keyboard so that the cable clamp at the bottom end of the 
generator does not cut into the keyboard wiring. 

When replacing the keyboard chassis, be sure that there is no 
visible opening between the chassis and the wood front rail. 

The sustaining pedal adjustment will not De correct if there is 
an opening. 

POWER SUPPLY UNIT 


The power supply unit is spring mounted on the upper shelf located 
at the back of the instrument. It may be removed for replace¬ 
ment or service by withdrawing cable connections and removing a 
rubber bushed retainer at each end of the unit. 

Fibre washers are inserted beneath the two rear mounting springs 
so that the unit is supported in a level position. If these 
washers are removed, they should be replaced in original position. 
One thick and one thin washer goes under the reft rear spring 
and one thick washer goes under the right rear spring. The two 
front springs do not requite any washers. 

POWER AMPLIFIER 


The power amplifier is mounted on the lower shelf at the back of 
the instrument in the same manner as the power supply unit. It 
may be removed in the same manner as the power supply unit. 
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ANALYSIS OF TROUBLES 


'vicing the Novachord need not be unusually difficult. If adequate 
uools, correct replacement parts, and a logical, methodical approach 
are used, the large majority of repairs may be made easily and quickly, 
with the assurance that the instrument will give excellent service. 

On the other hand, a hit or miss procedure is sure to result in loss 
of time, needless replacement of parts, and unnecessary repeat calls. 

EQUIPMENT 

In addition to the usual tools carried by the serviceman, an oscilloscope 
is indispensable when working on divider circuits. A pair of crystal 
headphones, in series with a 2 megohm resistor and a .01 mfd. blocking 
condenser, will also be useful. However, whenever headphones are called 
for in this manual, the oscilloscope may be substituted. An accurate 
ohmmeter reading to at least 5 megohms is necessary, as is a multi¬ 
range voltmeter with a resistance of 1,000 ohms per volt or higher. 

Voltage readings given are based on a 1,000 ohms per volt meter. A 
stock of repair parts, at least equivalent to Novachord Parts Kit Number 2, 
available from the Hammond Instrument Company, must be on hand. 

PROCEDURE 


The information on the following pages is arranged according to the 
part of the Novachord to which the symptoms or service operations listed 
in the sub-headings relate. A step by step method of repair should be 
'.lowed. If the instrument does not operate at all, the trouble is 
px-obably in the power or amplification circuits, and this must naturally 
be corrected first. Then, any trouble common to all notes should be 
repaired before attempting to work on troubles with individual notes. 
From this point on, a "top to bottom" order should be observed. If any 
work on oscillators appears to be necessary, including tuning, it should 
be done before working on divider or control tube circuits, except as 
necessary to make the tuning possible. Next, the highest note which 
is not operating properly should be repaired. If the difficulty with 
this note happens to be in its divider circuit, correcting this one note 
will probably correct all of its lower octaves, which would also have 
been operating incorrectly. Thus, in this and other ways the "top to 
bottom" method saves time and confusion and always results in a more 
satisfactory job. 

TUBE TROUBLES 


In order to avoid the needless repetition of elementary material, all 
service information in this manual assumes that the Novachord is 
equipped with good tubes and that axl are lighting. Special care must 
be taken to be sure that the tube involved in the particular circuit 
being worked on is normal. Substitution of a tube known to be good - 
from a similar circuit that is operating properly, for example - is 
recommended. In special cases, additional suggestions regarding tubes 
are included where appropriate. 
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I. - CONTROL AND POWER SUPPLY CIRCUITS 


All preceding general information, particularly the 
introduction to this section, should oe read and under¬ 
stood before studying the following material or 
attempting to repair the Novachord. 


Symptom - no notes sound. 

a. See that all tubes are lighted. Turn all resonators to 
position 3. Move the attack switch to "fast” and then to "slow". 
If the instrument fails to operate in either position, remove the 
shield cap from the preamplifier 6J7G tube and touch the grid cap 
on the tube. A .loud hum indicates that the preamplifier and 
power amplifier are operating. 

Should no hum result when the grid cap is touched, remove one 
of the power amplifier 56 tubes. A loud click indicates that 
the power amplifier is operating and thus the preamplifier 
must be at fault. 

The absence of a click when the tube is removed suggests trouble 
in the power amplifier or loud speakers. Be sure the voice coil 
terminal wire on top of the preamplifier is on the front terminal, 
otherwise the speakers are disconnected. 

Next check voltages at the generator power terminals. Individual 
voltages should not vary by more than 10% from those indicated 
on the card beside the terminal panel. .For a copy of this see 
Figure 24 . However, ail voltages may vary as much 'as 15%, 
provided phat all variations are in the same direction. If a 
voltage is low or absent, check the power pack (Figure 23) and 
the cable leading to it. 

b. When all notes fail to play only with the attack control 
set at n fast n , the trouble is probably in the "A" keying voltage 
supply. This voltage should be -270 volts with respect to 
ground when the attack control is at "fast". 

c. If &11 notes fail to play only for "slow" attack, the "C" 
keying voltage is probably absent. This voltage appears between 
ground and a metal soldering strip at the back of the rear 
channel on the keyboard. It should be -270 with the attack 
control at "slow". 

d. The following table shows’ approximate DC voltages for 
various attack control positions. Both "A" and "C" voltages 
are conveniently measured at the top end of the cutoff divider 
resistor panel located at the upper right end of the keyboard 
assembly. "C" is connected to the left solder lug and "A" 

to the middle solder lug. 
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ATTACK SWITCH POSITION 

A 

C 

1 

268 

9 

2 

-235 

-24 -- _ 

3 

-180 

, --4Q... 

4 

-125 ' 

-125 

5 

-40 

-180 

6 

-2k 

-235 

7 

9 

-268 


These voltages may vary from 10 to 15 per cent. 

If the voltage differs widely from the above table, remove the 
control box panel and check the contacts of the attack switch. 
Should trouble occur at "slow" attack make sure that the "C" 
voltage appears at all points along the common bus bar at the 
back end of the keyboard condenser and resistor channel. 

Symptom - One note, notes not related by octaves, or notes related 
by octaves but not including lowest octave of note, fail to sound. 

If note in lowest octave fails to sound, see also Section II - 1. 

a. A test should first be made to determine whether the note 

is dead on both "fast" and "slow" settings of the attack switch. 

If it sounds on either one, the divider and control tubes are 
both operating, and the trouble is probably in the keying circuit. 

If a note sounds with the switch on "fast" but not on "slow", 

RN11 is open or there is a loose connection to the "C" potential. 
If a note sounds on "slow" but not on "fast" CN8 may be open 
or a key contact may be dirty. The latter trouble is corrected 
by moving the bus bar slightly. This may be accomplished by 
moving a small lever beneath the right end of the keyboard. 

b. Should the note fail to sound on either "slow" or "fast" 
attack, see that all coil springs connecting the keyboard to 
the generator are in place. Now remove the .spring for the note 
in question and ground the corresponding generator terminal. 

The note should sound softly. Ground adjacent terminals and 
compare loudness of the signal. If the note sounds, the control 
tube - is operating and the trouble is probably in RN9 or RN12. 

If the note does not sound with its terminal grounded, try 
grounding the cathode terminal of the control tube through a 
100,000 ohm resistor. The note should then sound at moderate 
intensity. If it does, RN7 may be open or disconnected. If 
it does not sound see that there are no loose connections on 
the control tube socket. If the note still fails to sound, 
ground one terminal of a set of ear phones and connect the other 
side to the control tube grid cap. A moderately loud signal 
of the correct pitch should be heard. Listen to adjacent 
tubes for comparison. 
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• If no signal is heard, see if the control grid is grounded. Next, 
check for the signal at the divider cathode. If the signal appear: 
here, but not at the control tube grid, RN1 or CN5 must be open. 

If the signal is present at the control grid, see that the 
proper screen potential, about 25 volts, is present. The voltage 
at the plate terminal varies from about 200 volts on the lower 
notes to 150 volts on the higher. Comparison with other stages, 
as described in Section II - 1 - b, is helpful. 

c. If the note which does not sound is in the lowest octave, 
the cause may be in either control or divider circuits. The 
trouble may be isolated quickly by checking with headphones for 
a signal of proper pitch and intensity at the cathode of the 
divider tube. If the correct signal is present, the divider is 
working and the trouble is in the control circuits. If not, the 
divider is at fault and should be checked as described in 
Section II - 1 - b. 

3. Symptom - One note sounds continuously. 

a. If any one note sounds continuously at low volume, disconnect 
the corresponding generator-to-keyboard coil spring. If the 
note no longer sounds, look for a ground in the key circuit. 

If it still sounds, the keyboard end of RN7 may be grounded. 

b. A note which sounds at full volume continuously may be 
similarly checked. If it stops sounding when the coil spring 
is removed, key springs 2 and 3 are probably making permanent 
contact. If It fairs to stop, CN15 may oe shorted or the 
control tube cathode may oe otherwise grounded. 

4 . Symptom - Four notes fail to sound. 

If four consecutive notes fail to sound, the trouble is 
probably in the common plate lead to the control tubes of 
the four notes or in the output network (in the control box) 
common to these notes. 

5. Symptom - Hum or rattles. 

a. A mechanical hum or rattle is usually traceable to a 
warped or torn speaker cone or to loose parts near the 
speakers. A damaged cone will require that the speaker be 
exchanged or the speaker head (cone and frame assembly) be 
replaced with a new one. 

b. If an objectionable 120 cycle hum is heard in the speakers. 

It may be due to a 6J7G tube with loose elements. The heater 
transformer mounted at the end of the preamplifier channel 

may set up a mechanical vibration of these elements. Re¬ 
placing the tube will correct this condition. 

c. A warm-up hum or noise occurring when the Instrument is 
first turned on indicates that the emission from the 5 V 4 G tube 
in the power pack is iow. Replace with a new tube to over¬ 
come it. 
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II. - OSCILLATOR AND DIVIDER CIRCUITS 


1. Symptom - Two or more octaves> including the lowest, of a note 
do not sound. 

a/' Since each divider operates on the signal from the next 
higher octave, failure of an oscillator or divider will prevent 
all lower octaves of that note from operating properly. 

Thus, if several octaves of a note, including the lowest, are 
wholly or partially inoperative, the trouble is probably in 
the highest divider that is not normal, or in the oscillator, 
if no octave of a note sounds. If the lowes-t octave of a 
note plays normally, it is apparent that ail dividers for 
that note are operating and failure of notes to sound is due 
to control tube circuits. See Section 1-2. 

b. * Repairing oscillator and divider circuits is accomplished 
most readily by means of the comparison of a defective stage 
with one that is operating normally. Thus, comparing, by means 
of an oscilloscope, the wave shape and amplitude of a signal 

at corresponding points in two oscillator or divider stages 
will quickly show where the signal deviates from normal. 

Also, DC voltages may be compared in a similar manner with 
a voltmeter. Care should be taken in this comparison method 
to be sure that the stage taken as a standard is really working 
at peak performance, and is not on the verge of failure, 
itself. Comparison of several stages should eliminate this 
possibility. Determination of the particular part at fault 
may be made by the customary means, that is, measurement or 
substitution. Short circuits to ground sometimes occur 
and may oe found with an ohmmeter. If it has bden necessary 
to repair an oscillator, be sure to check the tuning. 

See Section II - 3. 

c. If only the top octave operates, and at the wrong 
frequency, check the oscillator as above, with special 
attention to the tuning ooil and condensers. 

2. Symptom - One or more octaves of a note sound an octave high or low. 

IMPORTANT 


The following information should be studied 
very carefully. Failure to understand and 
follow the procedures outlined here is sure 
to result in failure to effect a satisfactory 
repair. 

a. It Is in dealing with complaints of this nature that 
the "top to bottom" method of working is vitally important. 
It cannot be emphasized too strongly that while a note may 
play the wrong octave, generally too high, the trouble may 
very well be originating in a higher divider stage or in the 
oscillator. A stage may divide properly but be somewhat low 
in output. This lack of output may be inaudible, but it can 
cause a lower stage to be difficult or impossible to adjust. 
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b. The general scheme for locating defective parts is the 
same as described in Section II - 1 - a and b. However, 
special attention must be given to what might appear to be 
negligibly small.variations in amplitude and wave shape. 

For example, if the lowest octave of a note fails to divide 
properly, the first thing to check is not the circuit components 
of this stage, but, by means of an oscilloscope, the output 

of the oscillator for that note. If comparison with the 
oscillators for notes that are operating perfectly shows that 
this oscillator is normal, check the output of the first 
divider by the same method, and so on down to the point where 
a deviation from normal output is noted. Vfnen this point is 
found, necessary repairs should be made before proceeding to 
the next lower stage. In many cases, it will be found that 
no repairs are necessary on the lower octave which had seemed 
to b-e out of order, although adjustment of the lower octave 
dividers of the note should De carefully checked in any case. 

c. The wave shape of the output of a properly operating 
divider will be quite similar to that shown Delow. 



The harmonic indicated at "A” should be as small as possible, 
and in the ideal case may be eliminated entirely. The 
comparison method outlined earlier will serve as a guide to 
the patterns obtained with dividers in various states of 
adjustment. When it is necessary to work on a divider, an 
oscilloscope test of the other dividers should also be made 
in order to detect and correct any approaching trouble in 
other stages. 

d. If a note sounds an octave high at approximately normal 
volume, CN4 of the previous divider may have increased in 
capacity. This does not necessarixy cause the previous 
stage to divide incorrectly, but decreases its output, 
causing the following stage to divide poorly. It has been 
found that over a period of years the capacity of the 
condensers tends to increase, in some cases considerably, so 
this possibility should be investigated carefully. Cathode 
condensers CN3 may be open or adjustment resibtor RN13 may 
need checking. See Section II - 3 before cnanging adjustment 
resistors. Check cathode resistor RN6 carefully for increase 
in value. 

If a note sounds an octave high at low volume, the cathode 
resistor RN6, grid condenser CN2, or the suppressor lead may 
be open. 
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If a note sounds an octave lower than it should, RU 4 or the 
adjustment resistor may be open or of the wrong value. 

Resistors tend to increase in resistance, so care should be 
taken to measure them with an accurate ohmmeter. Also, 
improving the operation of a higher octave stage may have 
so increased the signal applied to a divider that the 
adjustment resistor needs to be changed to one of lower 
resistance. See Section II - 3. 

Selecting adjustment resistors. 

a. To some extent, it is possiDle to adjust dividers that 
tend to sound an octave high or low by means of the 
adjustment resistors RN13, held in clips under the hinged 
covers on top of the generator. Experience has shown, 
however, that when it becomes necessary to change an 
adjustment resistor there is usually some condition, 
generally in a higher octave, that needs correcting. With 
a properly serviced Novachord, it should be possible to 

set a divider in the middle of its range of normal operation 
with an adjustment resistor of 1.7 to 2.5 megohms. The 
value used will depend on the values of resistors and 
condensers and tuoe characteristics in higher octaves, all 
of which may be within tolerances but all tending to produce 
either a strong or weak signal, with a cumulative effect 
on the low octaves. Also, RN4, which is in parallel with 
the adjustment resistor, may be at one or the other of the 
extremes of its tolerance. It may occasionally be found, 
therefore, that unusually low, to 1.2 megohms, or high, 
to 3-5 megohms, values may be necessary in an instrument 
that is otherwise normal. When, after carefully considering 
the preceding information, it is decided to change a 
divider resistor - after repairs on a divider hav.e been 
made, for example - ail dividers, including the highest octave 
should be checked, regardless of which divider is thought to be 
the one that requires adjustment. 

b. The object in selecting an adjustment resistor is to 
find the value which places the divider in the center of 
its range of correct division. No resistor, or one of a 
high value, will produce a tendency to sound an octave too 
low; a low resistor, a tendency to sound an octave too high. 
Some place in between is the best value. The table in 
Figure 7 is designed to help make the selection, although 

a certain amount of experience will make it unnecessary 
to use it. 

First, remove the resistor from the clips in the tube 
compartment for the note being checked in its highest 
octave divider, channel #5. Sound the note and determine 
whether it plays "OK" or low. Then install a 3.5 megohm 
resistor in the clips and oDserve as before. Make this 
test with each resistance value in tne top line of the chart. 
Next, look in the chart for the horizontal line that describes 
the results noted in the tests. At the right of the chart 
on this line will be found the resistor to be installed 
in the clips, in the column headed "Channels 4 and 5". 

Repeat this procedure for each lower octave of the note, in 
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succession, through the lowest. When channels 1, 2, and 3 
are adjusted, the resistors shown in the column headed 
by these numbers are used. 

If a divider is found whose performance in relation to the 
adjustment resistor used is not described on any line of 
the chart, this or a higher divider is not operating 
properly and should be repaired before going further. For 
example, if a divider is found that sounds an octave high 
with a 2 megohm resistor in the clips, this condition will 
not be found in the chart, indicating that a repair is in 
order. See Section II - 2, especially part d. 

c. When playing single notes at high amplitude and with 
both vibrato switches on, there may be slight clicks with 
the vibrato. This condition is normal. However, a note 
which is close to playing the wrong octave may click 
loudly or '’warble’ 1 when vibrato is used. The dividers 
for the note should be checked and repaired. 

d. For convenience in selecting divider resistors, it is 
suggested that the serviceman assemble a set of the seven 
adjustment resistors on a rotary switch, mounted suitably 
and equipped with short ciip leads. 

Tuning the Novachord. 

a. Complete instructions for tuning accompany the tuning 
kits furnished by the factory. Be sure to use the correct 
kit, as there are two, one for Novachords serial number 
1700 and aoove, and one for those with lower serial numbers. 

b. If an oscillator will not tune to the correct pitch, 
be sure that vibrato compensating condenser CN31 is good 
and that the grounding contact associated with this 
condenser in the Normal Vibrato switch is closed in the 
off position. This may be checked by sounding the note 
to be tuned and turning the Normal Vibrato switch off and 
on. The average pitch, with and without vibrato, should 
be the same. If the pitch rises with vibrato off, CN31 
or the switch is open and repairs should be made. The 
vibrato must be working normally for this test to be valid. 
See Section III - 2. 

c. If the vibrato circuit is normal and the oscillator is 
normal in all other respects, Dut will not tune properly, 
a change in the value of condenser CN11, in parallel with 
the main condenser CN12, is necessary. CN11 is selected 
at the factory for each individual instrument and has no 
standard value. In early models, it is located near the 
oscillator tube grid cap and in later models is under 

the chassis. 
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In order to select the proper replacement condenser, CN11 should 
be removed, and a condenser decade box substituted. The knob on 
the oscillator tuning coil should be turned in approximately one 
turn. Various values should be tried until one is ootained 
which will tune the oscillator to the correct frequency. It may 
be necessary to vary the knob slightly when a value is reached 
close to the proper frequency. By comparison of the decade box 
reading and the condenser pan number chart, supplied with this 
manual, the proper condenser can be inserted. 

It should be possible to tune the Novachord using the 
knurled knob in the oscillator section without exceeding one 
and one-half turns of the knob from the point where it can 
be felt to ’take hold’, after having been completely loosened. 


III. MISCELLANEOUS 


1. Mechanical adjustments 

a. Key contacts associated with the keyboard may be adjusted. 
Contact actuators are mounted on the key channels and are 
adjusted by set screws on top of the key channels. 

b. The sustaining pedal may be adjusted by removing the 
two wood screws holding the wood block at the left end of 
the keyboard. Adjustment is made by loosening the nut 
visible from above. Before changing this adjustment, make 
sure there is no visible opening between the keyboard chassis 
and the wood front rail. 

c. Particles of dust or other foreign material may impair 
operation of the key contacts. Repeated striking of the 
offending key should free the contacts. If this does not 
help, move the bus bar shifter which is plainly visible 
under the right end of the keyboard. Should it be desirable 
to wipe the contacts, move the shifter without depressing 
any keys. 

d. The vibrato reeds are also adjustable. There are three 
contacts on each reed equipped with adjusting screws. The 
middle contact is for driving the reed. Should the reed 
fall to operate, this middle contact is probably out of 
adjustment. The contacts should make in the middle of the 
reed’s motion. 

2. Vibrato 

The operation of the vibrato is described in detail in 
the Introductory section of this manual. Servicing of 
these circuits in Novachords below serial number 1700 is a 


Page 23. 



matter of checking the operation of the reeds, the normal 
and small vibrato switches, and the condensers associated 
with these switches. In later models, there are also 
resistors which must be checked. In these instruments, 
the operation of the vibrato section of the oscillator 
tube is readily determined by the comparison method 
recommended in Section II - 1 - b. 

3. Troubles due to high humidity 

The Novachord employs many circuit elements such as 
resistors and condensers which may change in electrical 
value with absorption of moisture. Some of these parts 
are in relatively critical circuit applications where 
changes in value will adversely affect the operation of 
the instrument. In instances where humidity trouble is 
experienced we suggest the following corrective procedure: 

a. Install strip heater inside generator compartment. 

(See Figure 25.) Heater kits may be obtained from the 
factory. All Novachords located in humid* climates should 
be equipped with heaters, and instruments which are not 
used frequently should oe heater equipped. These heaters 
are connected so they are on at all times, producing enough 
heat to keep excessive moisture out of the instrument. 

b. Dry the instrument out thoroughly. In the winter time 
in temperate or cold climates this can be accomplished by 
placing the generator in a steam heated room for a period 

of several weeks. Another metnod is to leave the instrument 
turned on for several days so the heat from the vacuum 
tubes will drive moisture out. 

c. Replace parts in oscillator or divider circuits which 
are causing the immediate trouble. 

d. Now check circuits again for proper operation, changing 
divider resistors if necessary. 
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CONDENSER 

LOCATIONS 


RE.S1STOR 

LOCATIONS 



OSCILLATOR CRAMflLL 

NOVACUORD SERIAL NUMBER BELOW 1700 
PARTIAL BOTTOM VIEW 


FIGURE 8 
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OSCILLATOR CWANMLU 
NOVACUORD SLR1AL NUMBLR 1700 A&OVL 

PARTIAL BOTTOM V1LW 


FIGURE 9 


COMDLNSLR 

LOCATIONS 
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LOCATIONS 









BOTTOM VIELW 



INSIDE OF COVER 


TOP OCTAVE CONTROL CUANNEl 

FIGURE 10 


























DIVIDER CONTROL 

TUBES TUBES 



BOTTOM VILW 



TYPICAL D1VIDLR e* CONTROL CUANNLL 
SHOWING CONDENSER AND RESISTOR LOCATIONS 

FIGURE 11 
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FIGURE 12 






SCUEMATiC WIRING DIAGRAM circuit except oscillator. 

FIGURE 13 

FOR N0Y*CH0«D SE.R.* 1700 AND ABOVE a 0-17750-0 















































OSCILLATOR e* VIBRATO CIRCUITS 

novacwords serial, numbered below 1700 

FIGURE 14 



OSCILLATOR AND VIBRATO CIRCUIT 
HOVACHORD SERIAL NO.1700 AND ABOVE 

FIGURE 15 
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CONTROL TUBE! CIRCUIT 


FIGURE 17 
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FIGURE 16 
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FLAVIN© KLY CIRCUIT 

FIGURE 13 
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CONTROL TUBES 



CONTROL BOX 
SIGNAL C0NNLCTI0N5 

FIGURE 20 
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FIGURE 21 
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FIGURE ZZ 










AO-15557-0 


vaiow _ 


:: 2. ' 


,Q$ 3 T **S 

5V4-S T =1 IS */ 

.——. 1 I ;'?■■>! I-®* 


> .Z 5 T .ITT /B 


>■ J* >• I 

O O Oi 


•ji 

U| '•'I 

-J W 

JwN “ 

o ^ 

® z ? 

r jf o w ui 

? < < AC 

C » ■ 

? r S 01 ®" 

> ° «> o 

n ^ r» ^ 

S S' - r* 


> > l> I 

O O O I 


fJ o J-Oi-T U 

fO:ik r .FG 


RtO 

GREEN 


* ~ 5Y3-G | 

fi 


AO- 175 ”l>£-I 


QRllN 


Hit* « WUin 

> -——3- 

>s a _ 

L_yT 

CRUM 7 X 

5Y3'GlU A 

Rt.0 \ i 


R ‘° 7 T w J 
-etuow y A [ 

o O! \ I 

°Z 

1 TEU-OW 

\ l v ; i -err 

i In) Ft U> 


~ 2 . 1 /ir/VA' 6 - 

2b0 V, ★ 270 V. 


4 .|Mf O. 4 -|M fD. * 

< 

AO-175'61-1 A0/7f60-l 

RED 6, YELLOW 


5Y3G 


l 

Tty /br fiiwfg 

fiVD ( 7 ££ f)Mp 


oi \ 
J ° 

foE V:r;XPTo * ^ 
figl'JS , 


A 3 -*'t > 

l?!t 


GREEN SA YlLLOwV 


_. 5 ' 

+• 2.70 V 
* + 250 V. 

2:0 

-• t ) 

+ 70V 

*+G>5Y. 

//tt 


Z 7\% 


* THESE VALUES USED IN SOME NOVACHORDS 

POWELR SUPPLY UNIT 


ro.ooo 


TO CO NT ML 
TOOt iCHElUJ 

> + 34 v. - 

0—*— : —o / 

|*+25V. 

t / 

T 

* + t 7 V. , 


+ 34. V. 

TO AtJliTOM AT 

mo or KtreoARo 


\i/ 


/ B V 


BOTTOM VIEW or 
OUTPUT SOCKET 


nfb ! X : ©® 1 

®©©©© 0 @®^ 
POWER SUPPLY UNIT 
TOP V1C.W 




main cable connections 

TO GENERATOR 


MAIN CABLE CONNECTIONS 
TO GENERATOR 


SIGiAlFROM 
POWER AMP 
J&LACK- 


+65 V 
YELLOW 

+25 V _ 

ORANGE 


GROUND FOR 
+ VOLTAGES 
BLACK- 


GROUND FOR 
-50 8-200 V- 
BLACK 


GROUND - 
BLACK 



To SPEAKERS 
— 2 GREEN 
WIRES 

A C INPUT 
YELLOW 


A C INPUT 
GRAY 


A C OUTPUT 
GRAY 


A C OUTPUT 
YELLOW 


GROUND 
“ BLACK 


SIGNAL FROM 
POWER AMP 
BLACK- 


+ 70 V 
YELLOW 


+34 V. _ 
ORANGE 


(?) 

GROUND FOR ^ 

+ VOLTAGES 

BLACK-~0 5. 


GROUND FOR 
—50&—192 V- 
BLACK 


GROUND- 
BLACK 



ToSPEAKERS 
— 2 GREEN 
WIRES 

AC INPUT 
YELLOW 


AC INPUT 
GRAY 


A C OUTPUT 
GRAY 


AC OUTPUT 
YELLOW 


_GROUND 

BLACK 


TERMINAL NUMBERS CORRESPOND TO PIN 
NUMBERS ON THE POWER PACK 
OUTPUT PLUG 


TERMINAL NUMBERS CORRESPOND TO PIN 
NUMBERS ON THE POWER PACK 
OUTPUT PLUG 
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ON VIBRATO CHANNEL 


SHIELDED TERMINAL PANEL 
ON VIBRATO CHANNEL 



SHIELDED TERMINAL PANEL ON 
THE PREAMPLIFIER CHANNEL 
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SHIELDED TERMINAL PANEL ON 
THE PREAMPLIFIER CHANNEL 


USED IN EARLIER 
MODELS 


USED IN LATER 
MODELS 


FIGURE 24 
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FIGURE 25 















NOVA CHORD KIT #2. (rev ised) 


A0-20290 Resistors 

- 1 each 

Total 42 at . 

VALUE 


VALUE 

VALUE 

1,000 

ohms 

68,000 

1 meg 

1,200 


82,000 

1 

2,700 


87,000 

1.25 

3,000 


100,000 

1.5 

3,900 


110,000 

1.75 

5,000 

or 5,100 

150,000 

2 

10,000 


180,000 

2.5 

22,000 


200,000 or 

220,000 2.7 

25,000 


330,000 

3 

30,000 


390,000 

4 

39,000 


470,000 

3 

55,000 


500,000 

7 

50,000 


600,000 

25 

60,000 


750,000 

47 


11 each 


12 - P0- 

17353- 

-0 Connecting 

Springs 

at 

« 04 

ell 



12 each 

of Pan #25 

(may substitute 

#26 

, 27, 

or 28) 

at .87 

each 

1 each Double 

End Condensers No.’s 

30 

to 130 

incl. 

Total 

101 at 

.87 each 









Pan #30 

40 

50 

61 

71 

81 

91 

101 

111 

121 

31 

41 

51 

62 

72 

82 

92 

102 

112 

122 

32 

42 

52 

63 

73 

83 

93 

103 

113 

123 

33 

43 

53 

64 

74 

84 

94 

104 

114 

124 

34 

44 

54 

65 

75 

85 

95 

105 

115 

125 

35 

45 

55 

66 

76 

86 

96 

106 

116 

126 

36 

46 

56 

67 

77 

87 

97 

107 

117 

127 

37 

47 

57 

68 

78 

88 

98 

108 

118 

128 

38 

48 

58 

69 

79 

89 

99 

109 

119 

129 

39 

49 

59 

70 

80 

90 

100 

110 

120 

130 


60 


NOTE: Many resistors included in this kit differ slightly from 

the original equipment due to RMA code. Double end condenser 
also replace all single end formerly used. 



